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MEMORANDUM FOR: Director of Personnel 


SUBJECT : Fiseal Year 19/s Manpower Ceilings 


1. The following full-tam: permanent position ceilings have been 
approved by the A/DPCI for Fiscal Year L978: 


Office of the Director and 
Independent Offices 25X1 


Administration Directorate * 4 

Intelligence Directorate 

Operations Uirectorate 

Science ang Technology Directorate 

Agency Potal 
2. The individual comonent ceilings as of l October 1977 are shown 

on the attachment. You wili sete that the ceiling figures shown above and 
on the attachment do not reliect the pending reorganization and reelignment 
of functions involving the Inteliigence Directorate and the National Intel- 


ligence Officers. You wiil po» aivised of the ceiling changes associated 
with the planned reorganization as soon as final decisions are made. 


25X1 
Comptroller 
Attachment: 
As Stated 
OD/Personnel Distribution: 
j- Chief, SRB via OD/Pers/P&C 
A -Chief, PMCD via DD/Pers/P& 
1 -Chief, SPD via DD/Pers/RuP 
1 -Chief, CPD 
1 -D/Pers Chrono 25X1 
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